ENGINEERING STUDY 


CHANGE PROPOSAL [x] 


| DATE 


NATURE OF PROPOSAL : | 


1. Reassemble airplane. 

2. Strip paint. 

3. Repeaint insignia, markings, etc. 

4.. Install anti-collision lights per SB 498. 

5S. Replace windshield panels (3) and canopy. 

6. Perform miscellaneous maintenance as required, inspect, preflight, swing 
compass, weigh, etc. 


REASON FOR PROPOSAL + 


CUSTOMER REQUEST. 


TO REASSEMBLE AND RECONDITION A/C 351 FOR OPERATIONAL USE PER 


- ESTIMATED COST AND TIME INVOLVED : 
ES ADDITIONAL FUNDING REQUIRED : _ 
ESTIMATED COST FOR KITS OR PARTS: TOTAL PRICE $10,500.00 { 
cP] ADDITIONAL FUNDING REQUIRED ; NONE SP-1918 . | 


} ITEMS AFFECTED BY PROPOSAL : 


SAFETY MISSION PERFORM- OPERATING INTER WEIGHT OR TOOLS & MAINTE. SERVICE FLIGHT : 
ANCE NCE LIFE : 


EFFEC. PROCEDURE CHANGE- WEIGHT & SUPPORT } N MANUAL 
TIVENESS ABILITY BALANCE EQUIPMENT} PROCEDURE 


EST. MAN/HRS. REQ’D. TO ACCOMPLISH CHANGE IN FIELD 


SOURCE OF PARTS FOR KIT SOOCOOSOK ____ WEEKS AFTER APPROVAL 

N/A Work Complete 1-10-61 | 

DISPOSITION OF SPARES AFFECTED 

| AC OMORIN TSE MEN OE eat aL oe Ree ee saat Sas ree 
INITIATED BY: APPROVED : iy, 

ApprovéUcioMe lease 2003/01/30 CIA- DP81B00878ROQ0H8008 i aie 


SPEAA = AGT TOL A PAGE 1 OF 2 


tr ec-or-Retease 2 
ROUT Pee 


Fi naan 


ACTION CONCURRENCE ie i) INFORMATION 


STATINTL 


NAME AND ADDRESS 


droved For Release 2003/01/30 || CIA-RDP81 30987886606000 0055 
-8 


STATINTL 
Ag 


FORM 12289 


